Dimensional deviations are divided into two groups:

(a)  material deviations, and

(b)  construction deviations.

Material deviations are caused by ambient temperature, moisture and
stresses in the panels. Such deviations can occur during or after the
manufacture of the panel and should be taken into account when measuring
a panel for conformity with the plans. These deviations are generally
small in magnitude and their computations straightforward.
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Fig, 39. Panel'Size Deviations

-63precasting, setting-out and assembly.    The most influential  factor
